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ARRIVED 
FIRST FILM FROM LAB? 2179240. 
LAST FILM FROM LABS 21/414%. 
P2 BEGING 21/9248. 
PE END: 21/1652. 
SITSUM TRANSWITTEDs 21/2190. 
TOTAL FOOTAGE: 13,350 FT. 
TOTAL FRAMES: 3,36. 
END OF MESSAGE 
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